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UNCLASSIFIED 

PAGE 01 OSLO 01672 070846Z 
ACTION EUR- 12 


Message Text 


INFO OCT-01 ISO-OO EB-08 LAB-04 SIL-01 SS-15 /041 W 

034306 080549Z/21 

R 070707Z APR 78 
FM AMEMBASSY OSLO 
TO SECSTATE WASHDC 5589 


UNCLAS OSLO 1672 


PASS LABOR FOR DEP UNDERSEC SAMUEL 


E.O. 11652: NA 
TAGS: ELAB, NO 

SUB J : VISIT OF DEPUTY UNDERSECRETARY OF LABOR SAMUEL 


DODD/DA VEY PHONECON 4/4/78 


1 . EMBASSY WELCOMES VISIT OF DEPUTY UNDERSECRETARY SAMUEL 
TO OSLO JUNE 2-3. APPOINTMENTS BEING ARRANGED WITH MINISTRY 
OF LABOR. FINANCE MINISTRY ECONOMIC EXPERTS, LO. 

2. IF POSSIBLE, SUGGEST SAMUEL ARRIVE OSLO FRIDAY MORNING, 
JUNE 2, IN ORDER TO HAVE FULL DAY OF APPOINTMENTS, OR ARRIVE 
IN TIME JUNE 2 FOR SMALL WORKING LUNCH FOLLOWED BY 
APPOINTMENTS IN AFTERNOON. 


3. DOUBLES WITH BATH AT HOTEL CONTINENTAL RESERVED FOR THE 
SAMUELS ANDDAVEYS. 


4. LABATT PETER DODD IS CONTROL OFFICER. 
BREMER 


UNCLASSIFIED 


NNN 
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